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Write these inventions in order of when they were invented, with the earliest 
one first: 


video recorder 
cornflakes 
refrigerator 
bicycle 

Sony Walkman 
Coca Cola 

ink 

helicopter 
concrete 


jet engine 
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Answer: 

ink invented in 2500 BC 
concrete invented in 133 BC 
bicycle invented in 1839 
refrigerator invented in 1862 
Coca Cola invented in 1886 
cornflakes invented in 1894 
helicopter invented in 1907 
jet engine invented in 1937 
video recorder invented in 1956 
Sony Walkman invented in 1979 
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